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SPECIFICATION FOR SIZES OF 
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ARTS USE 



0. FOREWORD 



0.1 This Indian Standard was adopted by the Bureau 
of Indian Standards on 29 July 1988, after the draft 
finalized by the Photographic Materials Sectional 
Committee had been approved by the Chemical 
Division Council. 

0.2 This standard covers the sizes of film both in 
sheet and roll form for graphic arts use. In the for- 
mulation of this standard^ considerable assistance has 
been drawn from ISO/DIS 6407 'Photography — 



Black wd white film for graphic arts use — Sizes, 

Sfuantity packaging and labelling*, issued by the 
nternational Organization for Standardization (ISO). 

0.3 In reporting the result of a test or analysis made 
in accordance with this standard, if the final value, 
observed or calculated, is to be rounded off, it shall 
be done in accordance with IS : 2-1960*. 



♦Rules for rounding off numerical values ( revised ). 



1. SCOPE 

1.1 This standard specifies the sizes of film, both in 
sheet and roll form, for graphic arts use. 

2. DIMENSIONAL STABILITY 

2.1 The dimensions and tolerances specified in this 
standard apply to the film at the time of cutting. 
Dimensions may alter by a permanent shrinkage due 
to ageing and by a temporary shrinkage or swelling 
due to changes in moisture content or temperature. 
However, at the time of opening the package, the 
dimensions of the film shall not vary by more than 
+0'2 to— 0*3 percent of the specified dimensions. 



3. SIZES 

3.1 Sheet Form — The nominal and the actual sizes 
of the flh[n, in sheet form, for graphic arts use shall 
conform to the sizes given in Table 1. 

3.2 Roll Form — The nominal and the actual sizes of 
the film, in roll form, for graphic arts use shall con- 
form to the sizes given in Table 2. 

4. SQUARENESS OF SHEETS 

4.1 Neither diagonal of any sheet of paper shall 
exceed the diagonal of the rectangular sheet of appro- 
priate maximum cutting length and width, nor shall 
It be less than the diagonal of a rectangular sheet of 
appropriate minimum length and width. 





TABLE 1 SIZES OF FILMS, IN SHEET FORM, FOR GRAPHIC ARTS USE 








( Clause 3.1 ) 










St 

No. 


Nominal Size 






Actual Size 












Width 






Length 


"^ 






Min 




Max 


Min 




Max 






mm 




mm 


mm 




mm 


(1) 


(2) 


(3) 




(4) 


(5) 




(6) 


i) 


20 3x25-4 


200 




202 


251 




253 


ii) 


25-4x30'5 


251 




253 


302 




304 


iii) 


27-9 X 35*6 


276 




278 


353 




355 


iv) 


30-0 X 40-0 


297 




299 


397 




399 


v) 


35-6X43-2 


353 




355 


429 




431 


vi) 


35-6X45-7 


353 




355 


454 




456 


vii) 


400x500 


397 




399 


497 




499 


viii) 


40-6 X 50-8 


403 




405 


505 




507 


ix) 


50-0x60-0 


497 




499 


597 




599 


X) 


50-8 X610 


505 




507 


607 




609 
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TABLE 2 SIZES OF FILMS, IN ROLt FORM, FDR GRAPHIC ARTS USE 

( Clause 3.2 ) 



lNo. 


Nominal 
Width 




mm 


(1) 


(2) 


i) 
iii) 


508 

762 

1 016 



Actual Width 



Min 
ttkta 

(3) 

505 

759 

1013 



Ma]c 
mm 

(4) 

5071 
761 Y 
1015] 



Nominal 

Length 

( metres ) 

(5) 
30-5 



5. BASIS OF SIZE CHECKING 

5.1 Any check of dimensions shall be made on fihns 
taken from a previously unopened package. 

6. PACKING ( SHEET FORM ) 

6.1 For all sizes, the number of sheets of film for 
graphic arts use, in a single package sfaaH be 25, 50, 
75 or 100 sheets. 

7. MARKING 

7.1 Each package shall be marked with, besides other 
normal information, the nominal size of Ac films 
contained in it. 

7v2 The packages may also be marked with the 
Standard Mark. 

Note — The use of the Standard Mark is governed fa^ 
the provisions of the Bureau of Indian Standards Act 
f^Saud the Rules and Regulation* made thereunder. 
The Standard Mark on products covered toy an Indian 
Standard conveys the assurance that they have been pro- 
duced to comply with thei^uiretnents of that standa^ 
under a well-defined system of inspection, testing and 
Quality control which is devised and si4)ervised by BIS 
and operated by the producer. Standard marked 
producjls are also contifmously checked by BIS for 
conformity to that standard a& a further safeguard. 
Details of conditions under which a licence for the use 
of the Standard Mark may be granted to -manufacturers 
or processors may be obtaitied from the Bureau of 
Indian StandaTds. 

8. SAMPLING 

8.1 Films in Sheet Form , 

8-1.1 Lot — All the films in sheet form produced 



under similar conditions and of the same size shall be 
put together to constitute a lot. 

*.1*2 In order to ascertain the conformity of the 
lot to the requirements of this specification, the 
saiii{>le shall be tested for various characteristics. 

8.1.3 The 

lot shall be 
Table 3. 



number of films to be selected from a 
in accordance with col 1, 2 and 3 of 



8.1.4 The selection of packets from the lot and 
sheets from the packets shall be done at random and 
in order to ensure the randomness of selection, the 
procedure given in IS : 4905-1968* may be followed. 

8.1*5 From the selected packages in accordance 
witii col 1 and 2, approximately the same number of 
sheets shall be selected at random from the packages 
so as to obtain the requited number of sheets as 
given in col 3. 

8.1.6 Criteria for Conformity ~ All the Sheets 
drawn in 8.1.3 shall be tested for dimensional stabi- 
lity, saze, squareness (rf* sheets and comer rounding. 
ffany of the sheets fails to satisfy any of these 
requirements, it shall be termed as defective. The lot 
shall be dedafed as (informing to the reqi»rements 
of this specification if the number of defective* is 
less than the number given in col 4 of Table 3. 

8.2 ¥9sm itt R«I1 Fonn 

8.2.1 Ijyt — All the rolls of same size produced 
under similar conditions shall be put together to 
constitute a lot. 



♦Methods for random sampling. 



TABLE 3 NUMBER OF FILMS TO BE SELECTED FOR SAMPLING 

{Clause 8.L3 ) 



Lot Size 
(Packets) 

(1) 

Up to 15 

16 to 25 

26 to 100 
101 and above 



No, OF Packets 

TO BE SELECttD 


No. 

TO BE 


OF Films 
; Selected 


(2) 




(3) 


2 




8 


3 




13 


5 




20 


8 




32 



Acceptance 

Number 

(4) 



1 
1 

2 
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8.2.1.1 In order to ascertain the conformity of 
the lot to the requirements of this specification, the 
sample shall be tested from each lot separately. 

8.2.2 The number of rolls to be chosen from the 
lot shall depend upon the size of the lot and shall be 
in accordance with col 1 and 2 of Table 4. 



TABLE 4 NUMBER OF ROLLS TO BE SELECTED 


Lot Size 


Number of Rolls 
TO BE Selected 


(1) 


(2) 


Up to 15 


2 


16 to 25 


3 


26 to 100 


5 


101 and above 


8 



8.2.3 These rolls shall be chosen at random from 
the lot and in order to ensure the randomness of 
selection, the procedure given in IS : 4905-1968* 
may be followed. 

8.2.4 Criteria for Conformity — All these samples 
drawn in 8.2.2 shall be tested for dimensional stabi- 
lity, sizes and squareness of sheets. These tests shall 
be carried out only at the start of the roll. If any 
roll fails to satisfy any of these requirements, it shall 
be termed as defective. The lot shall be declared as 
conforming to these requirements if none of the 
samples fails. 

8.2.5 The lot shall be declared as conforming to 
the specification if it satisfies 8.2.4. 



♦Methods for random sampling. 
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